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Half-Wave Vacuum Rectifier 


ELECTRICAL 


Filament,Coated 


Voltage {ACJ. 1.05 1.25 1.45 V 

Current at 1.25 volts. - 0.2 - A 

Direct Interelectrode Capacitance 
(Approx.) a 

Plate to filament & internal shield .... 1.3 pF 

MECHANICAL 

Operating Position.Any 

Maximum Overall Length.3-9/16 in 

Seated Length.2-13/16 ± 3/16 in 

Maximum Diameter.1-9/32 in 

Bulb.T9 

Cap . Small with Tubular Support (JEDEC No.CI-34) 

Bases (Alternates) 

Intermediate-Shell Octal: 

8 -Pin (JEDEC Group 1 , N 0 .B 8 - 6 ) 

7-Pin, Arrangement 2 (JEDEC Group 1 , No.B7-166) 

6 - Pin, Arrangement 1 (JEDEC Group 1 , N 0 .B 6 - 8 ) 

5- Pin, Arrangement 2 (JEDEC Group 1 , No.B5-82) 

Short Intermediate-Shell Octal: 

7- Pin (JEDEC Group 1 , No. B7— 4 7) 

Short Intermediate-Shell Octal with External Barriers: 

6 - Pin, Arrangement 1 (JEDEC Group 1 , N 0 .B 6 - 6 O) 

5-Pin, Arrangement 2 (JEDEC Group 1, No.B5-85) 

Basing Designation for BOTTOM VIEW.3C 


Pin l b - Limited Connection 0 
Pin 2 - Fi1 ament 
Pin 3 - Same as Pin 1 
Pin 4 d - Same as Pin 1 
Pin 5 - Same as Pin 1 
Pin 6 e - Same as Pin 1 
Pin 7 -Filament, Internal Shield 
Pin 8 - Same as Pin 1 
Cap - PI ate 


LC D LC 



PULSED-RECTIFIER SERVICE 
Maximum Ratings, Design-Maximum Values 

For operation in a 525-line, 30-frame system 


Inverse Plate Voltage 
Total dc and peak*. 
DC. 

Peak Plate Current. . 
Average Plate Current 


Characteristics, Instantaneous Value 
Tube Voltage Drop for plate mA = 7. 


26000 

22000 


50 mA 
0.5 mA 
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DIMENSIONAL OUTLINE 



DIMENSIONS IN INCHES 
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